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R 27 1027Z MAY 75 
FM AMEMBASSY MONROVIA 
TO SECSTATE WASHDC 5787 

UNCLAS MONROVIA 2918 

FOR BISHOP FROM MCNULTY 

E.O. 11652: N/A 
TAGS: ASEC 
SUBJECT: MTT TRAVEL 

1. NO FURTHER MTT TRAVEL SHOULD BE SCHEDULED UNTIL 
DETAILED DISCUSSION AND EVALUATION OF PRESENT TRAVEL IS 
COMPLETED. 

2. RECOMMEND THAT NEW APPROACH BE USED. ALL RSOS SHOULD 
FIRST RECEIVE TRAINING EITHER IN WASHINGTON OR AT POSTS 
OVERSEAS WHERE COMPLETE TRAINING CAN BE HELD. AT THE 
SAME TIME, AN ABBREVIATED PROGRAM SHOULD BE ESTABLISHED 
IN WASHINGTON FOR ALL EMPLOYEES PRIOR TO DEPARTURE FOR AN 
OVERSEAS ASSIGNMENT. 

3. AFTER RSO TRAINING IS COMPLETED AND WASHINGTON TRAINING 
PROGRAM ESTABLISHED. THEN UPON REQUEST OF A POST WITH RSO 
CONCURRENCE, MTT WOULD BE AVAILABLE TO RESPOND TO SPECIFIC 
REQUEST. 

4. ALL RSOS SHOULD BE PROVIEDED WITH A COMPLETE SET OF 
TRAINING AIDS AS SOON AS POSSIBLE. AT REQUEST OF 

RSO, SETS SHOULD BE PROVIDED TO PSOS AND NCOICS. 

5. DEFINITE NEED FOR TIME TO CORRECT, EXPAND AND 
REFINE HANDOUTS AND SLIDES. 

6. DISTRIBUTION OF HANDOUTS ON PRESENT TRIP WAS 
UNCLASSIFIED 
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BE SENT. TRAVEL AND RESIDENTIAL HANDOUTS SHOULD BE 
PROVIDED FOR EACH PERSON ON POST. 

7. OBVIOUS NEED FOR HANDOUT ON EMERGENCY VOICE COMMUNI- 
CATION SYSTEM TO SHOW EQUIPMENT AVAILABLE, CAPABILITIES, 

ACCESSORIES, EMPLOYMENT AND OPERATION. MANFULL 


UNCLASSIFIED 
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